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NAMES OF PAR ^ 

1 . Shutter-release button 

2. Zoom control 

3. Subject-program selector 

4. Self-timer/Drive-mode button 

5. Flash-mode button 

6. Data panel 

7. Date buttons (DATE model only) 

8. Flash* 

9. Back-cover release 

10. Viewfinder window* 

1 1 . Autofocus window* 



3 4 6 6 7 8* 

ill!: : 

'Silt 1 ! 

\ 4 . - 1 

13' 12* 

12, Lens* 

1 3, AF illuminator/Self-timer lamp* 



DATA PANEL 




1 . Low-battery symbol 

2. Flash-mode indicator 

3. Self-timer indicator 

4. Continuous-drive indicator 

5. Film-cartridge mark 

6. Frame counter 

7. Film-transport signals 



8, Spot-metering-mode indicator 

9, Night-portrait-mode indicator 

10, Portrait-mode indicator 

1 1 , Macro-mode indicator 

12, Full-auto-mode indicator 

13, Subject-program pointer 

14, Date/Time display (DATE model only) 



Minolta Co. ltd. 



3-13, 2-Chome, AwcM-MkM. Chuo-Ku. Osaka 541, Japan 



Minolta GmbH 

Minolta France 5. A. 

Minolta (UK) Limited 

Minolta Austria Gesellschatt m.b.H, 

Minolta Camera Benelux B.V. 

Belgium Branch 
Minolta (Schweiz) AG 
Minolta Syenstta AB 

Finland Branch 
Minolta Portugal Umitada 
Minolta Corporation 

Head Office 
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14. Viewfinder* 

15. Focus lamp (green) 

16. Flash lamp (orange) 

17. On/Off button 

18. Film window 

19, Strap eyelets 

20, Battery cover 

21 , Tripod socket 

22, Rewind button 

23, Back cover 



'Do not touch 



VIEWFINDER 

t ! , Focus frame 
i , l , ? SooLmetonnf] <iu;k* 
, , ; 3. Focus lamp (green) 

III! I Glows: Focus confirmed 

! ' • - | Blinks quickly; Subject too close 

_____ > ; Blinks slowly: Contrast too low 

i 4. Flash lamp (orange) 
■> '+ Glows: Flash will fire 

Blinks quickly: Flash charging 
Blinks slowly: Camera-shake warning 
5. Close-framing guides 



I hank you tor purchasing a Minolta 
camera and welcome to the wonderful 
world of photography. This camera is 
equipped with functions which will suit 
your every photographic need. Before 
using your new camera, please take the 
time to read through this instruction 
manual for it contains important 
information on the use and care of your 
camera. 



1. ATTACHING THE STRAP 




Attach the strap as shown. 



LOW-BATTERY SYMBOL 



If the blinking low bnlle.y symbol npp.rif-. in Ihn -ml 
panel vvm ihe nthm inciuufti , ,m.i en null ,<■,•, :<•< 



, namein. hul ihi' buili'i y wi'i u.K't In [ ; <,)l,i; .., i ,mou 

A' i 'i * ' ! 
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If the blinking low-battery symbol appears alone, you 
cannot use the camera until you replace the battery. 
The shutter cannot be released 



LOADING THE FILM cont. 

' 1 . Press the ON/OFF button to turn the camera on. 



0 



^ : Slide the back-cover release down to open the 
back cover and place the film cartridge into the 
film chamber. 

2. Extend the film tip to the "FILM TIP" mark 
making sure that it lays fiat. 



," O O x tU< 



2, INSERTING THE BATTERY 



Yotii utititsut UMK> out: tj-voll GHU'itA or 01 It'hA 
lithium battery that supplies power for all camera 

operations. 

1 . Open the battery cover using a coin or similar 
object. 

2 Insert the battery according to the + and - marks 
inside the battery chamber and snap the cover 
dosed. 

ore removing an old battery, make sure the camera is 



3. LOADING THE FILM 




Line only iibmnc DX-cocted film rated ISO 25 to 3200. 
We recommend ISO 400 or higher for taking telephoto 
photographs or pictures in low light. 

• Always check the film window to make sure there is 
no film in the camera before opening the back cover. 

• Always load and unload the film in subdued light. 

• Do not use Polaroid instant 35mm film. Winding 
problems may occur. 



3. Close the back cover. 

• 1 1 ie rum auiomaucaiiy advances io me nrst irame ana 
appears in the data panel. 



l*!!!9Jl»iHi&*il 



If the film has been loaded Improperly. 0 will blink in 
the data panel and the shutter will remain locked. 
Open the back cover and repeat the loading 
procedure. 



4.. FULL- AUTO OPERATION 




I , Press the ON/OFF button to turn the camera on. 

conserve power, the camera automatically turns off if it is 

operated for more than three minutes. 
2 Hold the camera steady. 

ike sure your fingers and the strap are) not blocking the 

i, autofocus window or other camera features. 
• i )• i not hold the flash down; the shutter may not release. 

r vertically framed pictures, hold the camera so the flash is 

3)3 

not hold the lens barrel; focus may not be accurate. 



FULL-AUTO OPERATION cont. 




5, When the green focus lamp glows, gently press 
the shutter-release button all the way down to take 
the picture. 

« I he flash will automatically fire in low light and back-lit 
i auditions 

• i ne film automatically advances to the next frame, 

• When your subject is closer than 1 ,7m (5-1/2 ft,), first 
Iih k focus on your subject, then compose your picture 
within the close-framing guides. See "Focus Lock" 

lion. 



FOCUS LAMP (GREEN) 




• If the green focus lamp blinks quickly, your subject is 
closer than the minimum focusing distance of 0.6m (2 
ft.) and will not be in focus. The shutter cannot be 
released. 

t ... . • i • If the subject is too close or low contrast, the green 

lor us lamp will blink slowly. The shutter can be 
released, but the picture will not be in focus. 

SPECIAL FOCUSING SITUATIONS 

In the following situations, the camera may not be able to focus accurately. I ock 

focus on your subject or another object of equal distance, then recompose and take 
the picture. See "Focus Lock" section. 
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3. Look through the viewfinder and turn the zoom 
control towards the W side for wide angle or 
towards the T side for telephoto. 

4. Align your subject within the focus frame and 
press the shutter-release button partway down. 
• In low light, the AF illuminator will glow to assist 
nutofocus. 




5. FILM REWIND 



-a- 
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! he film will rewind automatically after the last frame 
has been exposed. 

When 0 appears and Q blinks, open the back 

cover and remove the film. 

To begin rewind before the end of the roll, turn the 

camera on and gently press the rewind button 

using a pen or similar object. 

CAUTION: If rewind stops before the film has been 

completely rewound and all indicators blink, DO NOT 

OPEN THE BACK COVER, insert a fresh battery and 

press the rewind button. 



' If the area within the focus frame is very bright or low-contrast, the 
i "en focus lamp will blink slowly to warn you that focus may not be 

curate. Focus will be set to approximately 2m (7 ft.) with flash and infinity 
bout flash. 

II mi , i • i' a very bright object or area, the focus lamp 

not be accurate. 
. " • ' "i ,»'i H i.'i ih- focus frame has a repetitive pattern, the 
sen lamp will blink rapidly and the shutter cannot be released. 
If two subjects at different distances overlap within the focus 
true, the green focus lamp will glow, but focus may not be accurate. 



(j USING THE BUILT-IN M ASH 



Whun you turn on it n ■ camma. the built m fla:;u ic > >4 (o .inrotia'-n modi-- { ,.„>, ui ; 4 ) 
and will fire in low-light or back-lit conditions. 



38 m in 

:115mm 



ISO 100 ISO 400 FLASH RANGE 

0 6-7. On a t,-l4m The range of the built-in flash depends on the film 
speed and focal length you are using. To ensure 
proper exposure, make sure your subject is 
positioned within the flash range. 



2-23 il . ' 36 ft. 
O 6-2. 4m On* Hin 



2-8 ft 



•16 ft 



f : LASH MODE Sfcl..£CT»ON 



AUTO 



® 



AUK 



Besides auto',, i:. 1 1 mou<-,- \ .. autorl.is.li with tH "y 
reduction (J * • -nanum till ll.t.,'" i * ca *.i ■•, , in- » 

{ ® ) can be selected. 

Press the flash-mode button until the desired 
indicator appears in the data panel. 



MANUAL FILL R.ASH '> 
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M'JV ' 't'i J. 1<(1 

c>t kjhtmr; 1 hi:', t (.)• a-, ad to ''-oil'. •• uar'-n 
iint! i'.tnnny Mi.iriow or ;a'H,' -aibst-i.; •• t.uv 
Press the flash-mode button until * appears in 
le data panel and take the picture. 




. ■ ..... ■ ■=! I* , 

• The orange flash lamp will glow whenever the built-in 
flash is on, 

• When the orange flash lamp blinks slowly, your 
scene is too dark for a sharp hand-held picture. Use 
flash or place the camera on a tripod. 

• When the orange flash lamp blinks rapidly, the flash 
is charging. Wait until it glows steadily and then take 
the picture. 



RED-EYE REDUCTION 



i»mhJ c 



t 



In this flash mode, the flash will fire a few short bursts 
before the main flash burst to reduce the "red-eye" 
effect which occurs when photographing people in low 

light. 

Press the flash-mode button until «*,* appears in 
the data panel and take the picture, 

• Mi t.* i-iMi ■ tl i ,h lamp will blink indicating pre-flash. 

• Ivfu.- 1. tkir ,: ; the aicture. warn the people you are 
[('•.'toiH-ip' »yi If-, i: tii'- flash will fire a few short bursts before 

( a,, t V 



KL ASH CANCEL ■* 




: ■-- : .a- ' '.v- i ; a: i i n ■ . i a-' -nodi' a 'Onid in,' aacd when 

Dhotoqraphing twilight scenes or subjects that are 
raoyond lb<- flash range. 

Press the flash-mode button until ® appears in the 
data panel and take the picture. 
• Wit. 'i tin ■ slash is canceled, shutter speeds may be slow: 
camera on a tripod is highly recommended. 
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7. FOCUS LOCK 





W'l'iin your •,nh|f"(.! is "in , ift »rl rut'Hli > |1m. |f>, h.-. Ihi-m • 

i'ou can first lock focus on your subject and then 

>. -M impose the picture as desired. 

1 Align the subject within the focus frame and 

press the shutter-release button partway down 

until the green focus lamp glows. 

2. Without lifting your finger, recompose the 

picture and press the shutter-release button all the 

way down to take the picture. 



MACRO MODE 0 






i hi", mock? enables yon to take p'Ctuie;: c ssuDjvd; at; 
i lo;»e as 45cm (18 in.). 

1 . Press the subject program selector until the 

pointer ▼ is next to 13. 

Droximately two seconds after you select Macro mode 
f|v 'ens will zoom to 1 1 Srnni and lock. 
• Autoflash mode is initially set, but any other flash mode can 

sleeted. 



PORTRAIT MODE » 

.1 In Portrait niodit, tl»» lens .•lufcuwifirnl'v .'oaur *<•• 
js' i ' ' , 0,t,v 'de suitable framing tor portraits. 

W^"^- 1 - * •* j 1 , Press the subject program selection until the 

■ '..'3 

pointer w is next to » . 
r ' M|| • Autoflash mode is initially set, but any other flash mode can 

lv" elected. 




8. SUBJECT-PROGRAM SELECTION 



4 



HI 



ihihiHci Pioqi.i'i' .selection allows you to tailor the 

liiiww •: '"illy automatic operation to suit the subject. 

If fi>v,th'v optima) camera settings for Macro H, 

:j, , t |t v t 5» and Night-Portrait 1 photography, as 

'.';i'|l .is ''4)of Metering • . 

Press the subject-program selector until the 

pointer is next to the desired indicator. 

■ '• •!• ' f.xe a picture in one of the subject-program 

,, „,„„,„, „,», ^amera will return to Full-Auto mode. 



2. Align your subject within the focus frame and 
take the picture. 

• If your subject is closer than 1 ,7m (5-1/2 ft.), first 
press the shutter-release button partway down to lock 
'-"•us on your subject. Then, recompose the picture so 

jt subject is aligned within the close-framing guides 

j take the picture, 

the green focus lamp blinks slowly, focus cannot be 
ifirmed and will be fixed to 45cm (18 in.). 



Mm" m 

IMi 



1. 



2, Align your subject within the focus frame and 

press the shutter-release button partway down. 

• The lens will automatically zoom to the appropriate focal 
length, 

• If you manually zoom the lens, autozoom will not function 

again. 

3. After the lens zooms, take the picture. 



NIGHT-PORTRAIT MODE ^ 

dHMVg|£ | g£f'*<4jHM^ hi iK'itnit ii <xh: s'.'t-j i mow '■.hultt'i .puen f>,> 

Wfw ' i oritvtl* fvpoiii- .) M.«H I).n*.C)!uui>ri su< I ,i->,i ,u».( 

ddlt * ,M '-"'111! .*vm while sl,i->li (Xuonly f»pun..s tl-- 

Sjt^j^M T* *nii'(|i(urid. 

1 *jr»I<r p :, ' > 1. Press the subject program selector until the 




pointer ▼ is next to *V 

^ { t " .ililllfl lii'> ii . M,,ly !)«■ Mu .l( >\ 'ii I 

(I) \a inn ('I'" i r, t ill'' - Hi.iM.i i,n , i ;iiji,M i highly 

*-O^G 1 "'•■"i.-i.-.^i 

■ -tAifu filli.i:!! •.:>•: .in.! i in • mgeci. t 

\ j " > i,l( (>•'• • >' ' J, i»-i 1 c 

. ^ 



SPOT-METERING MODE • 




In .Spo!'f'Uiit'r;iii j 1 1 K.nii Jh<c i ,nni>i,i cHs t>«po>:' !•• < 
h cod on Hi" aitM i i "',ifli: [Im >,pul nicichiiij t i 
ihi'. mods- to photouhipp cfiu'iffh h.n.k it! n ..!>/: r 

subjects. 

1. Press the subject-program selector until the 
pointer w is next to * 

sb-cant iimmi'!.i''v •» t tm: ,.-.> ,' «•< t , ,., i hi- 

, • !t;>ted. It ,iuc;i:,iv 1 1 n <i< •h\,t>,, :li".'i.i h ,v , ".• 'i 
Hi*- 1 abject • li.i-.i- 1 f 



9. SELF-TIMER MODE & 
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I hi' electtoim. suit ti'»»>i a.H \k-uv, mvw ;! < 
:>riilterfoi appiuAiicjiuly 10 ouuondb dltei >uj pi ess 
tl i« " -hutter-release button. This enables you to take 
gioup photographs with yourself included. 

1 . Place the camera on a tripod and press the self 
timer drive-mode button until €) appears in the 
data panel. 

2. Align your subject within the focus frame. 



2. Align your subject within the focus frame and 
press the shutter-release button partway down. 

3, When the orange flash lamp and green locus 
lamp glow, press the shutter-release button all the 
way down to take the picture. 




2. Align your subject within the spot-metering 
circle and take the picture. 




3. Press the shutter-release button all the way 

down 

■ N« 1 m -if-timer indicator in the data panel and the self-timer 
MH'I>.'|| the front of the camera will blink slowly during the 
Hi hi ■ m •) countdown and blink rapidly just before the shutter 

vhlM- 

• '< • self-timer operation, press the self-timer/drive- 
i nod. 1 1 ii irton or turn off the camera. 
« 1 ,"h in er is automatically canceled after the shutter 
•I'le, i ,<-■ 
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10. CONTINUOUS-DRIVE MODE H 




In this mode, the camera continuously takes pictures 
and advances the film as long as the shutter-release 
button is held down. 

1, Press the self-timer drive-mode button until Qi 
|!j appears in the data panel. 



11. FOR OWNERS OF THE DATE MODEL 



MODE SEL ADJ 

i z ;.s 



1 . MODE button 
3 8ELIT i button 
;j ADJUM button 



'Ml' 



M I ) 7 



i ) m y 



t- _ J 



I Ins 'nnwre enrihlo>" van IP 'eeccc rh> • ri;u« r>< V-v< 
onto the lower-right portion o! the picture, ii lias an 
automatic calendar through the year 2029, 

Press the MODE button to choose the data 
imprinting format, 

• Imprinted data may be difficult to read if the area over 
which it is superimposed is bright or non-uniform 

• Do not use the data back when temperatures exceed 
the operating range of 0 to 40' C (32 to 1 04 -F). 

• The data may not he imprinted on the last frame. 



No Imprintinn Mil M 



TECHNICAL DETAILS 

Lens; 38-1 15mm f:3, 5 ff t! [inwiii coo'u luno wMh : hhiihmi:: -i .i wu n, Incline > 
aspherical surfaces 

Focusing: External, passive autorocus system witri At- illuminator ana tocus iock: 

Focusing range: 0.6m - •>■- (2 ft, - <■-■), Macro: 0.45m - «.. (1-1/2 ft. - <-»); Focusing 

steps (approximate): 38mm: 460. 1 15mm: 530, Macro: 780 
Exposure: SPC; zoom-integrated, dual-segment metering; Exposure range (ISO 

100): 38mm: EV 2.4 - 17 (f/3.5, 2,3s - f/18, 1/500s), 1 15mm: EV 3.8 -17 (f'9.9, 8s - 

f/21, 1/300S); Spot metering range: 38mm: EV 6 - 17 (f/3.5, 1/5s- f/16, 1/500s), 

1 1 5mm: EV 6 - 1 7 (f/9.9, 1 ,5s - f/21 , 1 /300s) 
Film speed range: Automatic setting for DX-coded film ISO 25-3200 in 1 EV steps: 

Non-DX-coded film set to ISO 25 
Film transport: Auto advance to first frame, auto rewind, auto threading, manual 

start of rewind possible; Continuous drive: 2 sec/frame (without flash) 



2. Press the shutter-release button down and hold. 

• v'»t'v. ,t !•,)••,!• the shutter will release every 2 seconds; with 
'• ' i ' !' i' ■ 1 1 liter will release when the flash is charged. 

• . on- neon: drive mode remains selected after you take the 
n\ inn 

* • ib|i '( i program mode remains selected as long as you 
!>•«"••• iisfi tne shutter-release button. Full- Auto mode will 

be reset when you have finished a sequence. 



SETTING THE TIME AND DATE 

1 . Press the MODE button to select either Date or Time mode. 

2, Use the SELECT button to move between different parts of the displayed 

data. The selected part will blink indicating that it is the data to be changed. 

3. Press the ADJUST button to change the data to the correct value. Data 
continues changing as long as you hold down the button, 

• In Time mode, pressing the ADJUST button while the colon is blinking reset the second 
counter to 00. 

4, When all data is correct, press the SELECT button until the data stops 
blinking. 

• Reset the time and date after changing the battery. 



Flash: Ht«it:it tunic h nit in flash vauabln intensity through IGBT circuit; Recycling 
Vie ![«.'.). 'in u :;oc . Hanqo (ISO I0fh 3,3mm: 0.8 - 7m (2 - 23 ft.), 1 15mm: 
0.6 - 2.4rn (2 - 8 ft.). Macro: 0.45 - 2.4m (1-1/2 - 8 ft.) 

Viewfinder: Real-image; field of view: nominal 85% (subject at 3m/10 ft.) 38mm: 

84% (V) x 88% (H); 1 15mm; 85'% (V) x 84% (H) Diopter adjustment (subject at 

3m/10tt): -1 diopter 

Battery: One 3-volt CR123A/D1 123A lithium battery 

Battery performance: Approx. 1 3 rolls (24 exp, roll w/ 50% flash) 

Dimensions: 129.5 x 69,5 x 49mm (5-1/8 x 2-3/4 x 1-15/16 in.) 
Weight: 285g (10 oz.) 

Specifications are based on the latest information available at the time of printing and 
are subject to change without notice. 



CARING FOR YOUR CAMERA. 



BATTERY CAUTIONS 

• Do not subject the battel y lo sign 
temperatures or fire: do not attempt to 
disassemble, recharge or short-circuit it; the 

battery may explode causing severe burns. 

• Read and follow all warnings and 
instructions supplied with the batteries. 

• Keep batteries away from children. 



• phuhigi tpti nq in >, eld v.'enieef »'r, 

. ,„ „ you keep the camera and 

spare batteries inside your coat to keep 
them warm when you are not shooting. 
Cold batteries will regain some ot their 
charge when they warm up. 



CARING FOR YOUR CAMERA com. 



HANDLING CARE 

• Do not touch or cover the flash tube and 
be sure to leave sufficient space around it 
during operation: it may become hot when 
the flash fires. 

• Never subject the camera to shock, 
especially when transporting, 

• This camera is not waterproof, dust-proof, 
or sand-proof; take care when using it. at 
the beach or near water-costly or 
irreparable damage to the camera may 
occur. 



• I ins c n so 1 it em, 1 1 el i .is: ,n< ■ 

circuits; do not attempt to disassemble or 
repair it 

• If the camera does not operate with 
sufficient battery power or if all indicators in 
the data, panel blink, remove and reinstall 
the battery. If the camera, still does not 
operate, or this happens again, take it to an 
authorized Minolta Service facility. 



CARING FOR YOUR CAMERA cont. 



STORAGE 

When storing your camera for extended 
periods, please follow these guidelines: 

• Store in a cool, dry and well-ventilated 
area away from dust and chemicals such 
as moth balls. For very long periods, place 
the camera in an airtight container with 
silica gel drying agent, 

• Periodically release the camera's shutter 
to keep it operating properly. 



• Bi'foe • n-.ii'o .11:;, <f ps rose, >c ! '.,\.i to- - 

always check the camera's operation tc 
make sure that if is functioning properly. 

QUESTIONS AND SERVICE 

• If you have questions about your camera 
contact your local camera dealer or write to 
the Minolta distributor in your area 

• Before shipping your camera for repair, 
please contact an authorized Minolta 
Service Facility for details. 



OPERATING TEMPERATURE AND 
CONDITIONS 

• This camera is designed for use tor - 1 0 to 

40' C (14 to 104'F) 

• Never leave your camera where it may be 
subjected to extreme temperatures such as 
the glove compartment of a car. 

• At colder temperatures, the data panel 
response time will be slow; at higher 
temperatures, the display will temporarily 
darken and will restore when the 
temperature normalizes. 



• Never subject your camera to extreme 

humidity. 

• To prevent condensation from forming, 
place the camera in a sealed plastic bag 
when bringing it from the cold exterior to a 
warm building. Allow it to come to room 
temperature before removing it from the 
bag. 



CLEANING • Nfvi" ioui.li the lens nuitaee with youi 

« if the camera body is dirty, wipe it gently fingers, 

.BEFORE IMPORTANT EVENTS 

• Always check camera operation carefully 
ay or fake test photographs. 

• Minolta, is not responsible for damages 
incurred by equipment malfunction. 



camera. 
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